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42 

ORIGIN ERDA-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 EB-07 /033 R 

DRAFTED BY USERDA: AIA :MDMCDON OU GH : LR 
APPROVED BY OES/NET:DHOYLE 
USERDA:AIA:MDMCDONOUGH 
EUR/RPE - D. SWARTZ 

077328 

R 210203Z AUG 76 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 

UNCLAS STATE 208546 

E.O. 11652: N/A 

TAGS: TECH 

SUBJECT: INFORMATION ON GERMAN ELECTRIC UTILITIES/ 

1 . ERDA WOULD APPRECIATE SOONEST NAMES AND COMPANY 
GOVERNMENT AFFILICATION OF ALL MEMBERS OF THE BOARD OF 
DIRECTORS AND COOPERATE OFFICIES FOR SEVEN GERMAN 
ELECTRIC UTILITIES: 

BADENWERK A.G. 

BAYERWERK A.G. 

ENERGIE-VERSORGUNG SCHWABEN A.G. 

HAMBURGISCHE ELECTRICITAETS-WERKE A.G. 

PREUSSISCHE F.T F.KTRTZTT ARTS A.G. (PREUSSENELEKTRA) 
RHEINISCH-WESTFALISCHES ELEKTRIZETALSWERK A.G. (RWE) 
VEREINIGTE ELEKTRIZITAETSWERKE WESTS ALF.M A.G. (VEW) 

2. THIS INFORMATION SHOULD BE IN THE FOLLOWING FORM: 

EXAMPLE: BADENWERK 

CHAIRMAN OF THE BOARD - HANS SELINGER 
PRIME MINISTER, 

UNCLASSIFIED 
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BADENWERK PROVENCE 
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ALSO LAWYER 

MEMBER OF BOARD - HANS JOSEPH PLEIN 

DIRECTOR, FIRST NATIONAL 
BANK OF GERMANY 

MEMBER OF BOARD - BRUNO EGGERS 
ELECTRICAL WORKER 

PRESIDENT - HEING DREHER KISSINGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PUBLIC UTILITIES, INFORMATION CONTROL 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE208546 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AIA:MDMCDONOUGH:LR 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760321-0324 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760831 /aaaabaob. tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: harterdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 APR 2004 by ReddocGW>; APPROVED <18 JAN 2005 by harterdg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INFORMATION ON GERMAN ELECTRIC UTILITIES/ 

TAGS: TECH, GE, ERDA 
To: BONN 
Type: TE 
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